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'ds’Hl'Kii 5rR%, wTtr sftr f%rn?ir 

(viM'Hl+dl R'HIO) 

(^Kcn<< ■HM'Ti 'S^Cl) 

26 Rf, 2017 

1705(31).—^Krfi4 ^fTET^ fTHnr 1987 % 7 % 44^49 (1) % ^ (W) % t ^K^4 

TTET^3^XT?r^^nT3rf?E]^Rld 4J7?rTtf%f^^K^4 4M+1|'%R4<'J| t f%T7 tttt I % TT% I I 

3fgg^ 


^mr 

tioMi ^ sftr 


^RTCfN" ^ 

1;, spn: ^ ^Twr ^ 


(1) 

(2) 

(3) 

(4) 

(5) 

1. 

STlf T^/3TTf XTir # 105-3ft03 : 
1993 4^lR-tn'%9%9^44 

WFT ^03 41^4^^ t 
4^114 

25 Rf 2017 


H ^ 

2. 

31Tt TTir/3TTt TTTT % 105-3fi-04 : 
1989 4^lR-tn'%9%94'44 
^fTFT #04 srfsm? 3lT#rT % 
t % sfiW?^ 

% T# ■# 44 WET 

25 4^2017 



3. 

3TrtT^579 : 2017 4Hf4Rl t 

25 Rf 2017 

3Trt 579 : 1996 4Hf4Rl t 

25 Rf 2017 

^ -^H^\ -T^^TT^ 

^TTf&cT ^ -d 'H ^ 1 -T^^Tt^ 

(#TnT^4f#^) 


3406 GI/2017 


( 1 ) 
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WFTw ♦ii'i'n (w) w 


mi XTTI2026 C^TFT 6) : 

2017/3lTt t # 60076-6 : 2007 


^inn mra WRoW^TPT^(^)^f%7^ 

sniT ^ 

(3) ' (4) (5) 

25Ri2017 STlfT^3151 : 1982, STlfT^ 25^12017 
5553 (WFT 1) : 1989, 

5553 (^TFI2) : 1990, mi xttt 
5553 C^TFT 3) : 1990, STlf xttt 
5553 (^4) : 1990, srrtTTTT 
5553 (^TFT 5) : 1989, STlf xttt 
5553 (^6) : 1991, srrtTTTT 
5553 C^FT 7) : 1990, STlf xttt 
5553 (WFT 8) : 1990 






mi XTTT 2075 : 2017 
fRFf - 

(rftTHT _ 

sirf T^3660 (W112) : 

2017/3TTtT^% 2930 : 2009 


WI 12 

^FTT [T^ STR : 13] (fW 

_ ) _ 

3ITtTT7r3961 (WFT7) : 2017 

% f%TT 3T^§Ttf%rr 
■474 7 5hHR+^ 
f%^Tdf&7rsi4THiR4+ 3iNrid 

311^X1715439 : 2017 

74^ % f%TT ^ 

^rfi'STW) 

srrf T^/3irtT^#6014 : 1986 
WFT^TXTT 

311^X1717063 (WFT1) : 
2017/3lTf xt7I#3034 : 2011 

RTW ^ % 1%XT 

Tf)^ ^ XIFT 1 XT^ 

# xfRrt ^ f^SrfTR (T^ 
^XTft^Tur) 


25xTi2017 



25xTi2017 


25xTi2017 


25xTi2017 


25xTt2017 


25xTi2017 


3ITtxT7r/3TrtxT7r3fr 10533 : 1993 25xTi2017 


sirf xttt 2075 : 2000 WlRil, 
ttitt #fT yKRii 

txTTT f%f%7r TXT TFR - f%f§Tf^ 

_ (^TRT ^IFftSTUT) _ 

Sirf XTTT 3660 (XTET 12) : 1989 


fm 12 Hilfdm-ii 
51171TTTT [XTXf SIR ; 13] (T^ 
^T^tSTW) 


25xTt2017 




311^X1715439 : 1978 

74^ ^TfTf % f%XT ^ 

f^-1%f9Tl% (T^ ^rfl^) 


311^X1717063 (WT1) : 1973 

RTW7 ^ % 1%XT 

[ftSTW # WI 1 ^ 

XTferf 


25xTt2017 


TiT^iT^ 


25xTt2017 


TrnjT^ 


25xTt2017 
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tmr 

^RTT^fN"(^) ^ 
^Twr^ sftr ^fhf^ 


HM’=h(^) wrf% 7^ 
t, SRT f, ^iwr 

Tf 


(2) 

(3) 

(4) 

(5) 


STlf 13360 (WT 5/3T^^fTFT 7) 

: 2017/3lTf XT?r# 178 : 2010 

25xTt2017 

mi XT^ 13360 (wr 5/3 T^x:TFT 

7) : 1996/3TTf x^# 178 : 

25xTt2017 

iRd=h- 1 ^TRT 5 

7 3|l4.i4H 

1983 I Rd=h- Tfi'^rT I 

WFT 5 xrrf%^ ^snf st^ww 7 

fTRT I ^^rfi’^TT) 

STT^TT^ fTRT 


srrtT^ 15448 (^ 2) : 

2017/3lTf XT?r # 9448-2 : 2013 

% i%TT ^L|=h<U|-Tn^ 

wr 2 tt, hkQ' 4 TTra", 

1 (’Tf^ 

25xTi2017 

3Trtx^ 15448 (xfTFT 2) : 
2004/3TTt x^ # 9448-2 : 1991 
^ afrsfTT-XTT^ f xfTFT 2 '#4 

XT, x^n^ftxr TTRT, dTfrr 1 

25xTt2017 

14. 

3TrtT^ 16411 :2017/3TrtT^ 
11308: 2011 

% snfrn- ^ TT^-^ 

% sr^Frew 

25xTi2017 



15. 

31TtTT7r 16463 (WFT12) : 

2017/3TTt t ^ 61643-12 : 2008 
4l^ddl # ^ ^Rbdl 

?TFT 12f^-43^ddl W7 

RddiJI Viuill^dl' ^ ^ ^Sft 

^frhdl - WfT^Sl'iydld % 

25xTi2017 



16. 

mi XT?r 16552 : 2017 4'^I'f% 
TffT^ --fit WRTFFW 
dd5bl^dim'll 

1)14^41^1^^ TTT^ ?rTrr # 

TRTFrf4^f%i% 

25xTt2017 

^ H ^ 


17. 

sirfxT^r 16559 : 2017/3lTf xt^T # 
7243 : 1989xr4dldNi'J| -xfiff 
% 3||d>Hd ^nrITT ?FTT^% srSTT 
’TT^^^^€t^'d+i4> (3TT^ 
^^Fft^dN4M) 

25xTt2017 


^ MJn ’i ^' 

18. 

STTfx^ 16561 CXTFT 1) : 
2017/3TTfT^# 11064-1 : 

2000 RddiJI % 

^TtRSTTF^TTW f44l4d WPT 1 
RddiJI %x^%f44l4d %f%TT 

25xTt2017 

^ ’i ^ 



STTfx^ 16561 ('4FT4) : 

2017/3TTf # 11064-4 : 
2013 PlddiJI 

^TtRSTTF^TTW f44l4d WFT 4 
%3lRd: sftr ^xpf^4Txft % 31RFT 

25xTt2017 


^ H ^ 

20. 

srrtT^ 16562 (WFT 1) : 
2017/3TTfT^# 15536-1 : 
2005 'srfRSFTT^TTW - d>x-'-^d< 
^^FTTsftT^Tftr'iJ-H^ld 'XTFT 1 

25xTi2017 
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( 2 ) 

srrtT^ 16563 (WET 1) : 

2017/^ tttt# 9355-1 : 1999 
%f%TT sTfK^RIT ?TTW 
3TT^?i|=hdlli, R^dldl f sftr 
TrR-^^dMi wi 1 sRf^ra't sftr 


airtTTTT 16563 (WET 2): 2017 
STlf # 9355-2 : 1999 
R^i|d % Ret ?ETT^m ?ttw 
3TTW?i|d>dEi, RWTWT f sftr RWWW 
WTW2^r^RRr 

STltETT 16568 : 2017/311^X371# 
24500 : 2010 WW^^RE ?TTW - 
W7TT# % 

_ Ret; _ 

sTrtTTTT 16572 : 2017/3irt ETT # 

14738 : 2002 # ^SE - 

fEEE^E## 3TET?d +dlU 


STltETT 16606 : 2017/3irt ETT # 
11593 : 1996 

tRr - ttwtRet sR ^ 
RRwe WEft- ?|®dN41 3fR 

R9RrE##^f^R _ 

3TTtT^ 16652: 2017 
Reet w ettRr: (etetteR) 


EElnd RRr 
(3) 

25 wf 2017 


25 wf 2017 


25 wf 2017 


25 wf 2017 


25 wf 2017 


25 wf 2017 


3ER eRet eR aftr ^ftrRr 

(4) (5) 

ee^e^ ee^e^ 


ee^e^ 


EE^E^ 


EE^E^ 


ee^e^ 


ee^e^ 


EE^E^ 


EE^E^ 


EE^E^ 


^ I >1 ^ 


<d I >1 ^ 





ilTIMi EEldHdd ERrT3:Er^ 
STTfx^ 16659 : 2017/3TTf fR 
62770 : 2013 Ree EeR# 


E^E R^Re EWET 
ETfREXTTEE 

3TTt T37r/3Trt TTTT # 20562 : 2014 
EPTT ETEE - 3TTf X3;E # Rt 

Re4Rset 1 , R 2 ET 2 , R 2 ET 3 
sR RsET 4 (E^ ^eR^) 

3TTt T37r/3Trt TTTT # 50006 : 2014 
eR eeee eRRe - eR 


25 wt 2017 


25 wf 2017 


ee^e^ 


eetje^ 


3TTt X37r/3Trt w #■ 20562 : 
2004 ETET ETEE - sR ETT # 
RtRe^RsETI , RsET 2, 
Rset33R:Rset4 


25 Wf 2017 


25 Wf 2017 
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tmr 



^ 

t, apR f, aftr 


(1) 

(2) 

(3) 

(4) 

(5) 

30. 

STlf T^/STlf f # 62220- 
1 -2 : 2007 

WUT 1 -2 

Q^R-dci fTCir ^ - 

Q^+d< 

25 Tit 2017 




I^^fTTTcfN’TTT^#^rf%^ WTTcfN'^fn^s^, TTT^ Wf, 9, 110 002 ^^'+nTh41' : 

^ =bl^+di, %rf, ^Trar =bH?^4li': st^trrt^, si^Hl<, ^ftwr, ^^'gr.+t4«i <^<,■(1=11 ^i, 

|«NI<, ^HT^, 'T^^, ?r«TT t f^ ^’7^^ t' ^TTTrft^ TTT^ ^ http://www.standardsbis.in id<^d 

qr ^ ti 


PUB/3/3/2017-18] 

f^, 3RT 

MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLICATION DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

New Delhi, the 26th May, 2017 

S.O. 1705(E). —In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian Standards Rules, 
1987, the Bureau of Indian Standards hereby notifies that the Indian Standards, particulars of which are given in the 
second column of schedule hereto annexed has been established on the date indicated against it in third column. The 
particulars of the standards, if any, which are given in the fourth column shall also remain in force concurrently till they 
are cancelled on the date indicated against them in the fifth column. 

SCHEDULE 


SL 

No. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, if 
any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

1. 

IS/ISO 105-G03 : 1993 
Textiles-Tests for Colour Fastness 
Part G03 Colour Fastness to Ozone 
in the Atmosphere 

25 May 2017 

NA 

NA 

2. 

IS/ISO 105-G04 : 1989 
Textiles-Tests for Colour Fastness 
Part G04 Colour Fastness to Oxides 
of Nitrogen in the Atmosphere at 
High Humidities 

25 May 2017 

NA 

NA 

3. 

IS 579 : 2017 

Vegetable Tanned Sole 
Leather-Specification (Fourth 
Revision) 

25 May 2017 

IS 579 : 1996 Vegetable Tanned 
Sole Leather-Specification 
(Third Revision) 

25 May 2017 
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SL 

No. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, if 
any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

4. 

IS 2026 (Part 6) : 2017/IEC 60076- 
6 : 2007 Power Transformers Part 6 
Reactors 

25 May 2017 

IS 3151 : 1982 Specification for 
Earthing Transformers (Eirst 
Revision) 

IS 5553 (Part 1) : 1989 
Reactors-Specification Part 1 
General (Eirst 

Revision) 

IS 5553 (Part 2) : 1990 
Reactors-Specification Part 2 
Shunt Reactors 
(first Revision) 

IS 5553 (Part 3) : 1990 
Reactors-Specification Part 3 
Current Limiting Reactors and 
Neutral Earthing Reactors 
(Eirst Revision) 

IS 5553 (Part 4): 1989 
Reactors-Specification Part 4 
Damping Reactors 
(first Revision) 

IS 5553 (Part 5) : 1989 
Reactors-Specification Part 5 
Tunning Reactors 
(first Revision) 

IS 5553 (Part 6) : 1990 Reactors 
Specification Part 6 Earthing 
Transformers (Neutral Couplers) 
Eirst Revision 

IS 5553 (Part 7) : 1990 
Reactors-Specification Part 7 
Arc Supression Reactors (first 
Revision) 

IS 5553 (Part 8) : 1990 
Reactors-Specification Part 8 
Smoothing Reactors 
(first Revision) 

25 May 2017 

5. 

IS 2075 : 2017 Ready Mixed Paint, 
Stoving, Red Oxide Zinc Chrome, 
Priming-Specification 
(Third Revision) 

25 May 2017 

IS 2075 : 2000 Ready Mixed 
Paint, Stoving, Red Oxide Zinc 
Chrome, Priming-Specification 
(Second Revision) 

25 May 2017 

6. 

IS 3660 (Part 12) : 2017/ISO 2930 : 
2009 Methods of Test for Natural 
Rubber Part 12 Determination of 
Plasticity Retention Index (PRI) 
[NR : 13] 

(Second Revision) 

25 May 2017 

IS 3660 (Part 12) : 1989 Methods 
of Test for Natural Rubber Part 

12 Determination of Plasticity 
Retention Index (PRI) 

[NR : 13] (first Revision) 

25 May 2017 

7. 

IS 3961 (Part 7) : 2017 
Recommended Current Ratings for 
Cables Part 7 Crosslinked 
Polyethylene Insulated 
Thermoplastic Sheathed Cables 

25 May 2017 

NA 

NA 

8. 

IS 5439 : 2017 Oil Pressure 
Switches for 

Automobiles-Specification 
(Second Revision) 

25 May 2017 

IS 5439 : 1978 Oil Pressure 
Switches for 

Automobiles-Specification 
(first Revision) 

25 May 2017 

9. 

IS/ISO 6014 : 1986 Earth-Moving 
Machinery-Determination of 
Ground Speed 

25 May 2017 

NA 

NA 
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SL 

No. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, if 
any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

10. 

IS 7063 (Part 1) : 2017/ISO 3034 : 
2011 Methods of Test for 
Corrugated Fiberboard Part 1 
Determination of Single Sheet 
Thickness (First 

Revision) 

25 May 2017 

IS 7063 (Part 1) : 1973 Methods 
of Test for Corrugated 
Fiberboard Part 1 Thickness of 
Board 

25 May 2017 

11. 

IS/ISO 10533 : 1993 Earth Moving 
Machinery-Lift-Arm Support 
Devices 

25 May 2017 

NA 

NA 

12. 

IS 13360 (Part 5/Sec 7) : 2017/ISO 
178 : 2010 Plastics-Methods of 
Testing Part 5 Mechanical 
Properties Section 7 Determination 
of flexural properties 
(First Revision) 

25 May 2017 

IS 13360 (Part 5/Sec 7) : 
1996/ISO 178 : 1983 
Plastics-Methods of Testing Part 

5 Mechanical Properties Section 

7 Determination of flexural 
properties 

25 May 2017 

13. 

IS 15448 (Part 2) : 2017/ISO 9448- 
2 : 2013 Tools for Pressing-Guide 
Bushes Part 2 Form A, Gliding 
Bushes, Plain, Type 1 
(First Revision) 

25 May 2017 

IS 15448 (Part 2) : 2004/ISO 
9448-2 : 1991 Tools for 
Pressing-Guide Bushes Part 2 
Form A, Gliding Bushes, Plain, 
Type 1 

25 May 2017 

14. 

IS 16411 : 2017/ISO/TS 11308 : 
2011 

Nanotechnologies-Characterization 
of Single-Wall Carbon Nanotubes 
Using Thermogravimetric Analysis 

25 May 2017 

NA 

NA 

15. 

IS 16463 (Part 12) : 2017/IEC 
61643-12 : 2008 Low-Voltage 
Surge Protective Devices Part 12 
Surge Protective Devices 
Connected to Low-Voltage Power 
Distribution Systems-Selection 
and Application Principles 

25 May 2017 

NA 

NA 

16. 

IS 16552 : 2017 Textiles 
Auxillaries-Chemical 
Determination of Formaldehyde 
Content-Method Using High 
Performance Liquid 
Chromatography 

25 May 2017 

NA 

NA 

17. 

IS 16559 : 2017/ISO 7243 : 1989 
Hot Environments-Estimation of 
the Heat Stress on Working Man, 
Based on the WBGT-Index (Wet 
Bulb Globe Temperature) 

25 May 2017 

NA 

NA 

18. 

IS 16561 (Part 1) : 2017/ISO 
11064-1 : 2000 Ergonmic Design 
of Controls Centres Part 1 
Principles for the Design of Control 
Centres. 

25 May 2017 

NA 

NA 

19. 

IS 16561 (Part 4) : 2017/ISO 
11064-4 : 2013 Ergonomic Design 
of Control Centres Part 4 Layout 
and Dimension of Workstations 

25 May 2017 

NA 

NA 

20. 

IS 16562 (Part 1) : 2017/ISO 
15536-1 :2005 

Ergonomics-Computer Manikins 
and Body Templates Part 1 General 
Requirements 

25 May 2017 

NA 

NA 
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SL 

No. 

No & Year of the Indian 
Standards Established 

Date of 
Establishment 

No. & Year of the Indian 
Standards to be cancelled, if 
any 

Date of 
cancellation 

(1) 

(2) 

(3) 

(4) 

(5) 

21. 

IS 16563 (Part 1) : 2017/ISO 
9355-1 : 1999 Ergonomic 
Requirements for the Design of 
Displays and Control Actuators 
Part 1 Human Interactions with 
Displays and Control Actuators 

25 May 2017 

NA 

NA 

22. 

IS 16563 (Part 2) : 2017/ISO 
9355-2 : 1999 Ergonomic 
Requirements for the Design of 
Displays and Control Actuators 
Part 2 Displays 

25 May 2017 

NA 

NA 

23. 

IS 16568 : 2017/ISO 24500 : 2010 
Ergonomics-Accessible 
Design-Auditory Signals for 
Consumer Products 

25 May 2017 

NA 

NA 

24. 

IS 16572 : 2017/ISO 14738 : 2002 
Safety of 

Machinery-Anthropometric 
Requirements for the Design of 
Workstations at Machinery 

25 May 2017 

NA 

NA 

25. 

IS 16606 : 2017/ISO 11593 : 1996 
Manipulating Industrial 
Robots-Automatic End Effector 
Exchange Systems-Vocabulary 
and Presentation of Characteristics 

25 May 2017 

NA 

NA 

26. 

IS 16652 : 2017 Guide for 
Implementation of Environmental 
Management Systems in Single 
Super Phosphate (SSP) Eertilizer 
Industry 

25 May 2017 

NA 

NA 

27. 

IS 16659 : 2017/IEC 62770 : 2013 
Eluids for Electro technical 
Applications-Unused Natural 
Esters for Transformers and Similar 
Electrical Equipment 

25 May 2017 

NA 

NA 

28. 

IS/ISO 20562 : 2014 Tyre 
Valves-ISO Core Chambers No.l, 
No.2, No.3 and No. 4 (Eirst 
Revision) 

25 May 2017 

IS/ISO 20562 : 2004 Tyre 
Valves-ISO Core Chambers 
No.l, No.2, No.3and No. 4 

25 May 2017 

29. 

IS/ISO 50006 : 2014 Energy 
Management Systems-Measuring 
Energy Performance Using Energy 
Baselines (EnB) and Energy 
Performance Indicators 
(EnPI)-General Princples and 
Guidance 

25 May 2017 

NA 

NA 

30. 

IS/IEC 62220-1-2 : 2007 Medical 
Electrical 

Equipment-Characteristics of 
Digital X-Ray Imaging Devices 
Part 1-2 Determination of the 
Detective Quantum Efficiency 
Detectors Used in Mammography 

25 May 2017 

NA 

NA 
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Copies of these standards are available for sale with Bureau of Indian Standards, Manak Bhawan, 9 Bahadur Shah Zafar 
Marg, New Delhi-110002 ; Regional Offices: Kolkata, Chandigarh, Chennai, Mumbai and Branch Offices: Ahmedabad, 
Bengaluru, Bhopal, Bhubaneshwar, Coimbatore, Guwahati, Hyderabad, Jaipur, Nagpur, Patna, Pune, Kochi. Online 
purchase of Indian Standards can be made at http://www.standardsbis.in. 
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